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MEMORANDUM FOR: 


SUBJECT 


REFERENCES 


Special Support Assistant, 

Deputy Director for Support 

Proposed Representation Allowances for European 
Division Field Stations FY 1973 

(a) Memo for Chiefs of Area Divisions, DDP, 
Same Subject, dated 10 May 1972 

(b) Memo for SSA/DDS, from C/EUR, Subject. 
Request for I ncreas ed Representation 

Expenses COS,^H dated 1 February 72 

(c) Memo for SSA/DDS, from C/EUR, Subject. 

Request for Representation Allowance for 
cog dated IB January 72 

(d) Memo for Ex. Dir.-Com pt. from SSA/DDS, 
Subject: COS, ■■■Residence Expenses, 
dated 3 January 72 
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i Ai-1-arhed are my recommendations for Fiscal Year 1973 

Representation^ Allowances for Chiefs of European Division Field 

Stations. 25X1 A 

2. Please note that the amount of ^^^^^jp(|«||^approved 

r £ to I devaluation of 

the IThZ in relation to the „i~yg|«|™*rggj« 
and account s for the Incr eases of 

« zo ° in th ! a “ thor - 
increase of $1,000 harlng o£ one _ hal£ of t he 

ization granted to the COS for the s 8 reference (b) . 

eost of his for the purpose of acco™>odat- 

S e g "increased cLt" e Chief of Station^ only servant 

for which he is claiming J^^of $?00 for^^H 

representation authorization. obligation of representation 

"fflhS £ Fiscal Fear U72 
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accounting data. The Representation Allowance for C0S,Hfl9H 
in the amount of $1,000 authorized by reference (c^a^bsorbed 
by a reduction of $1,000 for the Chief of Station, This 
was authorized by reference (d) . 
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European Division 


Attachment: 
as stated 
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